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: Approved For Release 2000/08/16 : CIA-RDP81B00878R000500120077-5 


From: The Firewel Co., Inc. 


(Contractor) 
Te: 
(Contracting Officer) 
FOIAb3b1 
Item Part 
Ne. No. Nomenclature Qty. 
1 F2448=87 Hose 25 


FOIAb3b1 * 
Exhibit No, 6-5+285 To Contract [x 


Date: September 17, 1958 


Unit Price Total Price 


$25,51 $637.75 


Delivery: By September 1, 1958, or as sppunas pessible, 


Prices are fair and reasonable and this 
Exhibit is hereby approved, 


€ 637.75 


SIGNE 
(Contracting Bfficer) 


FOIAb3b1 


Approved For Release 2000/08/16 : CIA-RDP81B008 


Contractor warrants prices conform to the 
price formula in effect on date of thids 
Exhibit, 


SIGNEB: 


geYy 
FOIAb3b1 


